www.savitabhabhi.com 


What a HOT 
Bhabhi 


This is too small, 
it will never fit 


At least try it on 
‘Madam. It is a special 
elastic material 


oof... 
Ok, wait here for 
a moment. 


It will definitely 
not fi К 
P 
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the door or just. 
pretend I càn't 
see him? 


Hmmmm, Maybe I should 
just let him watch. It's been 
so long that anyone has 

anyhow. What harm 
can it do? 


Him watching me 
has made my nipples 
so hai 


I wish it was his 
tongue rather than 
my fingers, 


OH, 
That would make 
these even harder, 


N 


(Ok madam, I will 
check if I have another, 
iece 


Please stopl 
My husband will 
be home soon 


Press them harder, 
I'm going to cum! 


Fuckin 
whore is reall 


enjoying herself 


So mister, now wh 


( you coming back with the 
"Uu d bra? 


